Dallas TX Jly 11 *80 



Dear Hareld; ’ 

Hope everything OK on your spread* We are going all right but sure 
a 1st of gripes about hot weather - 10^ yda. People have gotten 
pretty soft. You can tell that not many in this generation have 
picked cotton - or pitched up at a hay pressl I have hoed corn in 
the river bottoms when it was over a, hundred and hoeing corn is one 
hot Job. Also, we lived in Amarillo in 33 and 34 during the severe 
dust storms. We have also lived in New Orleans where it is not exactly 
cool in August, Also, I have worked in central Florida - now that is 
a hot spot I Aside from all this I was at one time manager ©f our office 
at Brownsville Texas and it can get rather warm down there, Bernice was 
in McAllen on business trip when Carla hit. Believe I will take the hot 
weather in preference to tornadoes and hurricanes I Or, when it was 22 
below in Chgo when I w^s there in *25* H®, h\im - Take care 



Begards^ 



ale_» 




I was in Paris Texas ©n /July k 192k and U- j 

It didnt get above 71 ^ that ^ ^ ° degrees and raining, 

day in Dallas - an unbroken record. 




In c»nnecti©n with the enclosed clipping - As I believe I t®ld you 
before, Bernice was working at 220 West Jefferson, I was at the Mart 
and 'phoned her. She said police were everywhere and she did not know 
at that time what was taking place. She said automatic weapons were 
being carried by some law officers, I remember when the theatre was 
built - there use to be a lumber yard on that corner before the medical 
dental building was built. The lumber yard burned in about 1929 or 30. 
The medical dental complex (including the theatre) was built in about 
1932 or 3. 




